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ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-07 ERDA-07 ACDA-10 CIAE-00 INR-07 

10-10 L-03 NSAE-00 NSC-05 NRC-07 OES-05 FEAE-00 

DODE-OO OMB -01 TRSE-00 XMB-04 /079 W 

112744 

R 151345Z OCT 75 
FM AMCONSUL STUTTGART 
TO SECSTATE WASHDC 2635 
INFO USDOC WASHDC 
AMEMBASSY BONN 

UNCLAS STUTTGART 1102 

E.O. 11652: N/A 
TAGS: ENRD, GW 

SUBJ: COURT REJECTS FORMAL POSTPONEMENT OF WYHL NUCLEAR 
POWER PLANT CONSTRUCTION 

REF: STUTTGART A- 140 OF 1 1/15/74 AND A-10 OF 1/29/75 

ON OCTOBER 14 BADEN-MWUERTTEMBERG ADMINISTRATIVE COURT IN 
MANNHEIM REJECTED APPEAL OF THREE BADEN MUNICIPALITIES AND 
OTHERS TO POSTPONE CONSTRUCTION OF NUCLEAR POWER PLANT IN 
WHYL/BADEN, WEST GERMANY. ALTHOUGH KERNKRAFTWERK SUED GMBH 
IS NOW FREE TO GO AHEAD WITH CONSTRUCTION WORK ON THE POWER 
PLANT AT ITS OWN RISK, THE MANNHEIM DECISION DOES NOT INCLUDE 
APPROVAL FOR CONSTRUCTION OF THE NUCLEAR COMPONENT OF THE 
PLANT WHICH REMAINS SUBJECT TO APPROVAL BY LOCAL FREIBURG 
ADMINISTRATIVE COURT. 

MANNHEIM COURT REPORTEDLY STATED THAT FINAL APPROVAL FOR 
NUCLEAR COMPONENT MAY EVEN GO AS FAR AS TO THE BERLIN FEDERAL 
ADMINISTRATIVE COURT AND THAT THIS MAY TAKE ANOTHER THREE YEARS. 
IT APPEARS UNLIKELY THAT KERNKRAFTWERK SUED WILL START 
CONSTRUCTION BEFORE IT HAS WON FINAL APPROVAL IN PENDING 
COURT CASE. JENKINS 
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